See reverse side (or 
additional inlormalion. 


Inleragency Report Control No 
0180-DOA-AN 


T.js report js required by low (7 USC 2143) Failure to report according to the regulations can 
result -n an order to cease and desist and to be subject to penalties as provided tor in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


3. REPORTING FACILITY (List all locations wtiere animals were housed or used in actual research, testing, teaching, or experimentation, or held lor these purposes Attach additional 
sheets it necessary ) 



FACILITY LOCATIONS (Sties) 


Basement, room 022 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adufitional sheets if necessary or use APHIS FORM 7023A.) 


Animals Covered 
By The Animal 
Welfare Regulations 


B Number of 
animals being 
bred, 

conditioned, or 
held for use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used lor such 
purposes 


C Numbei ol 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain* 
relieving drugs 


Number of animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to Itie animals 
and tor which appropriate 
anesthetic, analgesic, or 
Iranquili^ing drugs were 
used 


Numbei of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and lor which the use of appropriate 
anesthetic, analgesic, or iranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached 1o this report) 


TOTAL NO 
OF ANIMALS 


(Cols. C 1 
D + E) 




ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing tfie care. Irealrnent, and use of animats, including approriate use of anesthetic, analgesic, and tranquilizing drugs, prior Tp. during, 

and lotlowing actual research, teaching, testing, surgery, or experimentation were followed by this research facility. ’ 

2) Each principal investigator has considered alternatives to painful procedures 

3) Tilts facility is adiiering to the siandaids and regulations under the Act. and it tias required that exceptions to the standards and regulations be specified and explained by ttie 
principal investigator and approved by the Instiliiliunal Animal Care and Use Cummiiiee (lACUC) A summary of ail such exceptions is attached to this annual report. In 
addthon to identifying liie lACUC-ajiproved exceptions, this summary includes a t>riel explanation ot the exceptions, as well as the species and numbei of animals atlected 

4) Ttie attending veterinarian lor Itiis research tacilily has ap|)rupriate authority to ensure the provision ot adequate veterinary care and to oversee liie adequacy ol other aspects of 
animat care and use 


CKKTIFICATION IlY IIEADQU ARTKS RKSEAKCH KACII.ITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional OfTicial) 

I certify that the above is true, correct, and complete (7 U S C Section 2143} 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 
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Miia lavwii la laguicou uy law \/ uaw i-BHure lo repon aoMfaing !o ine ftguWMons 

car — 


919 716 5696 P.03/03 

9ea anacnsa lom Tor Interagency Report Contml No.: 

eddillonal intbririBlIon 


6f^ 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PUNT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Facility Location: Research Building Main CanipJs 


(b)(6), (b)(7)(C) 




1. certificate NUMBERI 94-R-0010 
CUSTOMER NUMBER: 893 


Ponce School Of Medicine 
P.O. Box 7004 
Ponce, PR 00732 

Telephone: (787) -840-2575 


FORM APPROVED 
owe NO. 0579-0036 


3. REPORTING FACILITY ( List eU locatim Miers Aniinab warn housed or used In edusl rewith, issllng, or eipertmenlsUon. or held for lhasa Duryioeas. Adsch additional shsaU If nacassary ) 


Facility locations ( sites ) - Saa Alacnad Uillng 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH EACH ITY I Attncb AddMlonal sham* It nacMwira or une APHIS Form 702aA I 


A. 

Animals Covered 

By The Animal 
Welfare Regulatiom 

B. Numbar pi 
animaia being 
bnjid, 

condllianed, or 
held for use in 
teaching, 
lasting, 
axperimanls, 
research, or 
surgery but not ye 

C. NMiTiberof 

anImaJa upon 
which teaching, 
re&earch. 
exparimanb. or 
tea tB were 
conducted 

Involving no 
pain, dlairoas. or 
use of pain- 
rellavjng drugs. 

D. Number of animais 
upon whl^ 
expahmenla, laaching, 
reMarch. surgery, or 
tests were conducied 

Involving 

accomoanybg palh or 
distress to ths animals 
and for which 
approphaia anosthatie. o 

Be Number of animals upon which taachtny, 
iKperiments. rraaarch, surgery or tesb wore 
conductOd involving accompanying pain or diatrass 
to the animals and fof which the use of appropriate 
aneathellc, analgesic, or (ranqudizing drugs would 
have adversely affected the procedures, results, or 
Interpretation of Ihe teaching, research, avpedmenls. 
surgery, or tests. ( An explanation of me orocadurea ' 

producing pain or distress in these animals and (he 
reasons such drugs were not used must be attached io 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 

C + D-^E) 

4. Dogs 

0 

0 

0 

0 ’ 

0 

5. Cats 

0 

0 

0 

0 

0 

E. Guinea Pigs 

0 

0 

0 

0 

0 

7i HamstarB 

0 

0 

0 

0 

0 

B. Rabblla 

7 

0 

1 

0 

0 

0 

9. Non-humsn Primate 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 

0 

0 

0 

0 

0 


r 





13. Other Animals 

























|assuranc^^^^^^ 


1) Profaealonally aecaplable standards sovemlns the care. IraatnienL and use of animals, Indudlng approprtalauuof anaslellc, analgesic, and Innquilizing drugs, prior lo. during, and Mo-ring 
aeluBi rasaarch. leaching, tasting, surgery, or exparimencallon were fotlowed by this reseandi facity, 

2) Each prtndpal InresHgaicr has eonaldarad ailemallvas lo painful procedures. 


3) This facility Is adhering to the standards and reguiaUona under the Ad. and It has required that exceptions lo Ihe standards and regulations be specified end explained by ths principal 

Invasllgalor and approved by me InaUluUcnal Animal Care and Use Cornmillae (lACUC). A aummaiy of all luch escapdona la aflached lo this annual report. In addition lo Identifying iho 
lACUC-epproved sicaoUana. this sumrriary Includes e brief asplanaflon of the sicspllons. as tves as ths species and number of animals affected, 


di The attending votorlnarien lor this raaeereh (adtity has approprlala authority to enaure the proviaion ot edequals veierlnary care and lo oversea Ihe adequacy of olher aspocS of snimal care and 



CERTIFICATION BY HEADQUARTERS RESEARCH FACIUTY OFFICIAL 
( Chief Executive Offlcsr or Legally Responsible Instliullonal Official ) 



£ 

■IBP 



m 


7='' 

( AUQ 91 I 


TQTPL P.03 























iiitefcjgency Report Conirol No 
0180-DOAAN 


rt IS required by law (7 USC 2U3) Failure lo report according lo Ihe regulalions can See reverse side lor 

esull in an order lo cease and desist and lo be subiecl lo penallies as provided tor in Section 2150 additional informaiion 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. I FORM APPROVED J 

1 0MB NO 0579-0036 '(\Nw t 


2 . HEADOUART Cust Id 870 TO USDA. 

include Zip C 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

SAN JUAN BAUTISTA SCHOOL OF MEDICINE 

PO BOX 71365 

SAN JUAN, PR 00936 

3. REPORTING FACILITY (List ail locations wtiere animals were housed or used in actual research, lesiing, teaching, or experimentation, or held lor these purposes Attach additional 
sheets it necessary ) 


FACILITY LOCATIONS (Sites) 




REPORT OF A'NIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (mech adn/i/rona/ sheets r, rrecessary or use APH/$ FORM 7023A7 ' 


A. 

Animals Covered 

By Ttie Animat 

Wellare Reyulatioi.s 

B Number ol 
animals being 
bred. 

conditioned, or 
held lor use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used lor such 
purposes. 

C Number ot 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol paiiv 
relieving drugs. 

0 Number u( animals upcn 
which eKperimenis. 
leaching, research, 
surgery, or tests were 
conducted tirvolving 
accompanying pairi or 
distress lo Itie animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used 

£. Number ol antmals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
lo Ihe animals and tor which Ihe use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely aflecled the procedures, results, or 
interpreiation of the leaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
an<ma/5 and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO 

OF ANIMALS 

(Cots. C + 

D + E) 

4. Doqs 

L? 

o 

o 

o 


5. Cats 

O 

o 

p 

T> 

o 

6, Guinea Pigs 

D 

D 

0 

^ DFP ■ ^ 

o 

7. Hamsters 

0 

O 

0 

L/ L U J . <.’J 

D 

o 

8. Rabbits 

o 

C? 

0 

CP 

a 

9. Non-human Primates 

0 

0 

0 

O 

0 

10. Sheep 

0 

0 

0 

0 

o 

n. Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 

0 

D 

0 

0 

O 







13. Ottier Animals 









c> 

o 

<43 














I ASSURANCE STATEMENTS 


1) Prutessionally acceptable standards governing the care, treatment, and use ot animals, including ap|.>roriate use ot anesthetic, analgesic, and Iranquilizing drugs, prior lo. during, 
and tollowirig actual research, leaching, testing, surgery, or eKpenrrientaiion were (ollowed by this research iacility 

2) Eacti principat investigator has considered allernolives lo patnlul procedures 


3) Ttiis tacihly is adttering to the standards and regulations under the Act, and it tias required that exceptions to the standards and regulations be specilied and explained by the 
prtncapai investigator and approved by the Insiituliunal Animal Care and Use Committee (lACUC) A sumniarv of all such exceptions is attached to this annual report. In 
^iddition to idenfify/rjg the iACUC opproved exceptions, this summary includes a brief explanation ol Ihe exceptions, as well as Ihe species and number ol animals aflecled 


4) Ttie altendiny veterinarian tor this research lacility has aptiropnale authority lo ensure the provision ul adequate veterinary care and lo oversee the adequacy ol other aspects ol 
animal care and use 



CKRTIFICATION BY IIEADQU AKTKS RESEARCH EACH.ITY OEEICIAI. 

(Chief Executive Officer or Legally Responsible Institutional Official) 

1 cerlily Ihut tf»e above is line, correct, and complete (7 U S C Seclitin 2143) 


SIGNATURE OF 


DATE SIGNED 

APHIS FORT. 


Sept. 25." 

































































This feporl is required by law (7 USC 2143) Failure to report according to the regulations can 
result in at', order to cease and desist and to be subject to penalties as provided lor in Section 2 1 50 


See reverse side lor 
additional information. 


Interagency Report Control No 
0180-DOAAN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATON NO. | 

FORM APPROVED 

0MB NO 0579-0036 f ^- / 

'A 

2. HEADQUARTER 94-R-0101, Cust Id 887 USOA, 

include Zip Codi 

CARIBBEAN BIORESEARCH, INC. 

^ P.O. BOX 325 

SAN GERMAN, PR 00683 

3. REPORTING FACILITY (List all localions wfiere animals were housed or used in actual research, tesling, leaching, or experimentation, or held lor these purposes Attach additional 
sheels it necessary ) 


FACILITY LOCATIONS (Sites) 


Caribbean Bioresearch, Inc. 


San German Puerto Rico 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach ac/rt/r/rona/ sheets t. necessary or i/se APHIS FORM 7023A} 
> ' " I- .. I ■ « — — ~ » — 


1 1 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number ol 
animals being 
bted, 

conditioned, or 
held tor use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C Number ol 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
relieving drugs 

D. Number ol animals upcn 
which exf>€riments. 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pam or 
distress to tfie animals 
and for which appropriate 
anesthetic, analgesic, or 
trallquili^ing drugs were 
used 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or disiress 
to (he animals and tor which the use of appropriate 
anesthetrc, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ot the leaching, research, 
experiments, surgery, or tests (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 

F. 

TOTAL NO, 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Piqs 

0 

50 

0 

0 

50 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

15 

86 

0 

0 

86 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

1 1 . Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 

0 

0 

0 

0 

0 


0 

0 

0 

0 

0 

13. Other Animals 

0 

0 

0 

0 

0 




















[ ASSURANCE STATEMENTS 


1) Protessionally acceptable standards governing the care, treatment, and use ol animals, including approriate use ol anesthetic, analgesic, and tranquiii^ing drugs, prior to, during, 
and lollowing actual research, leaching, testing, surgery, or eKperirnentation were followed by this researcfi tacihly. 

2) Eacfi principal invesligalur has considered allernaiives to painful procedures 

3} This iactlily is adfiering to the standards and regulations under the Act. and it fias rerjuired that exceptions to the standards and regulations be specified and explained by the 
principal investigalor and approved by the Institutional Animal Care and Use Committee (lACUC) A summary of alt such exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as tfie species and number of animals affected 


4) The attending veterinarian lor this reseaich facility has apjjropriate authority to ensure the provision ot adequate veterinary care and to oversee the adequacy of other aspects of 
animal care and use 


CKKTIFICATION BV IIKADQUAKTKS RESEARCH FACII.ITV OKFIClAl. 

(Chief Executive Officer or Legally Rcsponsi >lc Institutional Official) 

1 ceriily that lf»e above is true, correct, and complete {7 U S C Section 2143) 

c 



DATE SIGNED | 




Sept . 2 ( 

APHIS FOHM 7073 





AUG y 1 ) 











































































This lepotl IS required by law (7 USC 21 431 Failure lo report according lo 

result in an order 10 cease and desist and lo be sub|ect to penalties as prouided for in Section 2150. 

See reverse side tor 
additional inlormalion. 

Interagency Report Control No 
Q180-0OA-AN 1 


— " united states department of agriculture 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

1 FORM APPROVED 1 

1 0MB NO 0579-0036 


- ' 5 


2. HEADOUAR 
include Zip i 

94-R.0103, Gust Id 864 

rdh USDA, 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



PO BOX 23360 

SAN JUAN, PR 00931 



3. REPORTING FACILITY (List alt locations wtiere animals were housed or used in actual research, lesliiig, teaching, or experimenlaiion, or held lor these purposes. Attach additional 
sheets it necessary.) 


FACILITY LOCATIONS (Sites) 


Animal House , Deparment of Biology ^ 

University of Puerto Rico,R.P. 00931 

( REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach shcots il necessary or use FORM 7023A) ' 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number ol 
animals being 
bred. 

conditioned, or 
held tor use in 
leaching, lesling, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C Number ol 
animats upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
reiievmg drugs. 

D Number ui animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted tnvulvmg 
accompanying pain or 
distress lo the animals 
and lor which appropriate 
anesthetic, analgesic, or 
Iranquilizing drugs were 
used. 

E. Number ol animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
lo the animals and tor which the use ol appropriate 
anesthetic, analgesic, or Iranquiliztng drugs would 
have adversely altected the procedures, results, or 
interpretation ol the leaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 

F. 

TOTAL NO 

OF ANIMALS 

{Cols. C 

D + E) 

4. 

Doqs 






5. 

Cals 






6. 

Guinea Piqs 






7. 

Hamsters 






8. 

Rabbits 


8 



8 

9. 

Non-human Primates 






10. 

Sheep 






11. 

Pias 






12. 

Other Farm Animals 






Wild MicetPeromv 

3CUS ) 

35 



35 

13. 

Ottier Animals 






Rats 

135 

33 

18 


51 

Mice 

208 

34 



34 

Xenopus 


33 



33 


assurance STATEMENTS 


1) Protessionaily acceptable standards governing the care, treairneni, and use ot aiiiinals. including approriale use ol anesthetic, analgesic, and tranquiluing drugs, prior to, during, 
and tollowing actual research, teaching, testing, surgery, or eKperiinenlaiion were loliowed by this research lacility 

2) Each principal invesligatur has considered alternatives to paintui procedures 

3) This tacility is adhering to the standards and regulations under the Act, and il has retfuired that exceptions to the standards and regulations be specitied and explained by the 
principal investigator and approved by the Insliliiliunal Aniinat Care and Use Commiiiee (lACUC) A summary o( all such exceptions is attached to this annual report. In 
addition to idenlilying the lACUC-appruved exceptions, this summary includes a brief explanation ol the exceptions, as well as the species and number ol animals ahecied. 


4) The attending veterinarian lur Pus research lacilily has apfitupnale authority to ensure the provision ol adequate veterinary care and to oversee the adequacy ol other aspects ol 
aminai care and use 


CERTIFICA TION BY llEADQU AKTES RESEARCH EACII-ITY OEEICIAI. 

(Chief Executive Officer or Legally Responsible Institutional Official) 

1 certliy that Itie above is true, correcl. and coinpif'it* (7 U S C Seidinn 2t43) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

MAUP ft TiTi P r»P r P n no iwctiti iTinwAi ncpir-iAi /r....,, Pruil) 

1 

DATE SIGNED 

/Cib- ^ 


APHIS FORM 7023 iRepljces VS FORM 18-23 (OCT 88). whir.h is obsoluie ) 
(AUG 91) 




See reverse s»de lor 
addiliortal iolormalion 


Interagency Report Conlroi No 
0180-DOA-AN 


This report IS required by low (7 USC 2M3) Failure lo reporl according lo Ihe regulations can 
resull in on order to cease and desisl and lo be subjecl lo penallies as provided tor in Section 2150 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


3. REPORTING FACILITY (List all locaJtons where animals were housed or used m actual research, lestntg, teaching, or experimentalion. or held tor these purposes. Attach additional 
sheets if necessary ) 



FACILITY LOCATIONS (Sites) 


Animal Resources Center (Main Building) 


Institute of Neurobiology (San Juan) 


Caribbean Primate Research Center (Sabana Seca) Caribbean Primate Research Center (Cayo Santiago) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adutiiionul sheets if necessary or use APHfS FORM 7023A) 


E. Number ol animals upon which leaching, 


Animals Covered 
By The Animal 
Welfare Regulations 


B Number of 
animals being 
bred, 

conditioned, or 
held tor use in 
teaching, lesling, 
experiments, 
research, or 
surgery but not 
yel used for such 
purposes 


C Number ot 
animats upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
reiieving drugs 


Number of animals upon 
which experiinenls, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress lo Itie animals 
and lor whicti appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used 


experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and lor which Ihe use of appropriate 
anesthetic, analgesic, or Iranquilizing drugs would 
have adversely affected Ihe procedures, results, or 
mterprelalion of Ihe teaching, research, 
experiments, surgery, or tests (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 


TOTAL NO 
OF ANIMALS 


(Cols. C + 
D + E) 


4. DoqS 


5. Cals 


6. Guinea Piqs 


7. Hamsters 


8. Rabbits 



ASSURANCE STATEMENTS 


1 ) Prulessionqily acceptable standards governing ihe care, Irealmenl, and use ot animals, including approriale use ol anesthetic, analgesic, and Iranquilizing drugs, prior to, during, 
and lollowing actual research, teaching, testing, surgery, or experimentation were lollowed by this research facility 

2) Edcfi principal invesligaior has considered allernatives lo painful procedures 

3) Tills taciliiy is adfiering lo the standards and regulaliuns under the Act. and it has re(}uired that exceptions lo Ihe standards and regulations be specified and explained by the 

tiiu.ipal investigator and approved by the Instiluliunal Animal Care and Use Cominiiiee (lACUC) A summary ol all such exceptions is attached to this annual report. In 
udiiiiion to identitying Ihe lACUC-appruved exceplinns, this summary includes a brief explanation of Ihe exceptions, as well as Ihe species and number of animats affected 


4) Tfte dllendmg veterinarian lor this reseaich tacilily has apfiiopnate aulhorily lo ensure Ihe provision of adequate veterinary care and lo oversee Ihe adequacy ol other aspects ot 
uiiiinal care and use 

CERTIFICA'I'ION BY IIEAOQUAKTKS KESEAKCII KACIEITY OFKICIAI, 



APfT:S FOPM 7023 [J.it.o.-: Va ^ .irifvl ir. ((K'P 08 } *fin.h is ) 




































This /eporl is required by law (7 USC 2143) Failure lo report according lo the regulahons can 
resuM in an order Jo cease and desist and lo be subject to penalties as provided for in Section 2150. 


See reverse side tor 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1 1 

1. REGISTRATION NO. | FORM APPROVED 

1 ruuiR xir» n479 0036 

2. HEADOUAR g4.R.oilO, Cust Id 856 y,m USDA 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

OF PR-METROPOLITAN 

P.O. BOX 191293 

SAN JUAN, PR 00919 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, leaching, or expenmenlalion. or held lor these purpxjses Attach additional 
sheets it necessary ) 


FACILITY LOCATIONS (Sites) 


Inter American University of P.R. 

Metropolitan Campus 

P.O. Box 191293 

San Juan, P.R., 00919-1293 


{ REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach atliMional sheets It necessary or use APHIS FORM 7023A) ■ 

• — ■ ■-IT : ■ ■ " I ' I . .. 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B Numbei of 
animats being 
bred, 

conditioned, or 
held tor use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used tor such 
purposes. 

C Number ol 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ot pain* 
relieving drugs. 

D Number ul animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress lo the animals 
and for which appropriate 
anesthetic, analgesic, or 
Iranquilizing drugs were 
used 

E, Number ol animals upon which leaching, 
experiments, research, surgery or tests were 
conducled involving accompanying pain or distress 
to the animals and lor which the use ol appropriate 
anesthetic, analgesic, or Iranquilizing drugs would 
have adversely altecled the procedures, results, or 
interpretation ot the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Doqs 






5. Cats 






6. Guinea PIqs 






7. Hamsters 






8. Rabbits 






9. Non-human Primates 






10. Sheep 






11 . Pios 






12. Other Farm Animals 












13. Ottier Animals 

Mice are 

used when 


hing purpose or research. USD 

A 



pumpi 

P.R. called wh£ 

n research planned. 















{ ASSURANCE STATEMENTS 


1) Protessionaliy acceptable standards governing the care, treatment, and use of animats, including approriale use ol anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were lollowed by this research lacility. 

2) Each principal investigator has considered alternatives to paintui procedures. 

3) This tacilily is adtiering lo the standards and regulations under the Act, and it has rer^uired that eKceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Insiiliiliunal Animal Care and Use Cummittee (lACUCf A summary of all such exceptions is attached to this annual report. In 
addition lo identifying the lACUC approved exceplinns, this summary includes a brief explanation ol ttie exceptions, as well as tfie species and number ol animals affected 


4) Tfie attending veterinarian for Ifiib research facility has appropriate aulhordy to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of 
animal care and use 


CERTIFICATION BY IIEADQUARTES RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

1 cerlily that Itie above is true, correct, and complete f7 U S C SircHnn 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL /li'oe or Print) 

DATE SIGNED 


APHiS FORM 7023 .• c sj-j f- jPM '.b ^^3 'rK.l b8> wriirfi is lihsuUiU- } 

i AUG ) 


























